! MONUMENT RECORD 
State of Indiana - County of Monroe 
Section: 17 Township: 8 North Range: 1 West Corner ID: Per I-09 


Monument Description & Remarks: Found PK nail 3' south of the centerline of County Club Road. PK was 
set by Kevin Potter, P.E. and referenced by survey of Mike Mundy, R.L.S. as NE corner of section. “Rose and 
Walker” building to the North. 
REFERENCE: Mundy survey recorded in Book #4, Page 335, Recorder's Office. 
RECOVERY TIE DRAWING 
Field Book 97-03 Page No. 27 
USGS Bloomington Quad 


centerline 
Country Club Road 
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A - PK nail 3' South of centerline of road 


B - South 03 degrees West, 16.86' from corner 
PK nail in 15" power line pole fencing 
Survey marker sign set 3' up 

C - South 41 degrees West, 14.55' from corner 
“X’” in base of 3" diameter iron pipe in concrete 


Not To Scale 
D - North 59 degrees West, 50.53' from corner 


PK nail in 15" power line pole Compass Bearing Magnetic North 


I, Kevin P. Enright, Monroe County Surveyor, hereby certify that this document was prepared under my 
direction i in accordance with the Provisions of Section 36-2-12-11 of thé, a Code; and the above data is 
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Indiana R.L.S. No. a 





Hin, vi 


